
CONTACT SECURITY POLICY MEMORANDUM NO. 1/18 


MEMORANDUM TO* Assistant Director /OCD 


SUBJECT i Alternate Liaison Clearing Authority in the 
Department of the Interior - Substitution of 

REFERENCE : (A) Contact Security Policy Memorandum No. 1, 

dated 22 September 191*5, Subject: "Contacts 
with Non-IAC Federal Departments and Agencies." 

(B) Memorandum dated 22 December 1952 to Chief, 
Security Control Staff from Chief, Liaison 
Division/ OCD, Subject! "Appointment of Mew 
Security Officer at Department of Interior." 


1. In accordance with the request in Reference (B), Mr. 

J. Gordell MOORE, Director of the Division of Security, Department 
of the Interior, ia designated as Alternate Liaison Clearing Authority 
for the Department of the Interior with the Central Intelligence 
Agency, vice Mr. Michael F. Reilly. The enclosure to Reference (A) 
is herewith modified to substitute under Department of the Interior, 
the Alternate Liaison Clearing Authority as follows: 

Mr. J, Cordell MOORE 

Director of the Division of Security 

Department of the Interior 

Room 6123, Department of the Interior 

"C M Street, between 18th and 19th Streets, N.V . 

Washington 25, D.C. 

Telephone: Code 181 (Ext. 663 ) 

25X1 


FOR THE DIRECTOR OF CENTRAL INTELLIGENCE* 


SIGNED 


Distribution: 

1 - DD/A 
1 - DD/P 
1 - DD/l 
1 •* Each AD 
1 - Chief, FI 
1 - Chief. PM 

Appjp^egjj^tfReJjiase 2002/06/ 





SHEFFIELD EDWARDS 
Colonel, GSC 
Security Officer, CIA 
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